THE  LADY  OF SHALOTT
Threatened with a curse if she looked out through her window, the Lady of Shalott watched passers-by in a mirror.    One day the gay Sir
Lancelot rode past on his way to Camelot.    Forgetful of the curse, she stepped to the window to watch him.    '"The curse is come upon me,
^dSeLadv of Shalott"    Embarking in a boat, she floated, singing, down the river, but before she reached Camelot she was dead.    This
y                 *      picture, painted by J. W. Waterhouse, R.A., shows her making her fateful journey.